Fire Safety Journal 34 (2000) 405-406 


Contents of Volume 34 


Volume 34 Number 1 


1 


25 


47 


55 


69 


CFD Modelling of Confined Jet Fires under Ventilation-controlled Conditions 
J. X. WEN & L. Y. HUANG (UK) 


Probabilistic Modelling of Offshore Fires 
C. GUEDES SOARES & A. P. TEIXEIRA (Portugal) 


On Strong Two-dimensional Plumes 
P. H. THOMAS (UK) 


The Use of Gaseous Fire Signatures as a Mean to Detect Fires 
B. CHR. HAGEN (Norway) & J. A. MILKE (USA) 


A Simple Model of Polymer Pyrolysis Including Transport of Volatiles 
J. E. J. STAGGS (UK) 


81 A study of Wall and Corner fire Plumes 
M. POREH (Israel) & G. GARRAD (UK) 
Book Review 
99 An /ntroduction to Fire Dynamics (1999), by D. Drysdale. John Wiley & Sons, 
Chichester, UK (Reviewed by J. R. MEHAFFEY) 
103 Calendar 
105 Contents of Related Journals 
107 Papers Published in Volumes 32 and 33 
Volume 34 Number 2 
111 Dimensional Analysis: A Magic Art in Fire Research? 
P. H. THOMAS (UK) 
143 The Effects of an Inert Central Core on the Thermal Pyrolysis of an Electrical 
Cable 
C. H. LEUNG, J. E. J. STAGGS, J. BRINDLEY, A. C. MCINTOSH & R. H. 
WHITELEY (UK) 
169 Numerical Simulation of Smoke Movement in Clean Room Environments 
S. NAM (USA) 
191 Failure Temperature of a System Comprising a Restrained Column Submit- 


ted to Fire 
J.-M. FRANSSEN (Belgium) 


0379-7112/00/$-see front matter © 2000 Elsevier Science Ltd. All rights reserved. 


JOURNAL 


406 Contents of Volume 34 


Short Communication 
209 Some Ambiguities in Plume and Flame Height Formulae 
P. H. THOMAS (UK) 


Book review 

213 Design Methodologies for Smoke and Heat Exhaust Ventilation (1999), by H. 
P. Morgan, B. K. Ghosh, G. Garrad, R. Pamlitschka, J.-C. De Smedt, L. R. 
Schoonbaert. CRC Ltd, London (Reviewed by J. H. KLOTE) 


217 Calendar 
Volume 34 Number 3 


219 Simulating the opening of fusible-link-actuated fire vents 
L. ¥. COOPER (USA) 


257 Atwo-zone fire growth and smoke movement model for multi-compartment 
buildings 
Z. FU & G. HADJISOPHOCLEOUS (Canada) 

287 Tracking of the smoke front under a ceiling by a laser sheet and thermo- 


couples 
M. B. KIM & Y. S. HAN (South Korea) 


297 Accommodating perceptions of risk in performance-based building fire 


safety code development 
A. WOLSKI, N. A. DEMBSEY & B. J. MEACHAM (USA) 


Book Review 
311 Principles of fire protection chemistry and physics. Third Edition (1998), by 
Raymond Friedman; National Fire Protection Association. Quincy, MA, USA 


313 Calendar 
315 Contents of related journals 


Volume 34 Number 4 


321 Modeling missile propellant fires in shipboard compartments 
D. A. WHITE, C. L. BEYLER, F. W. WILLIAMS & P. A. TATEM (USA) 


343 Smolder ignition of polyurethane foam: effect of oxygen concentration 
D. C. WALTHER, R. A. ANTHENIEN & A. C. FERNANDEZ-PELLO (USA) 


361 Parametric temperature-time curves of medium compartment fires for struc- 


tural design 
Z. MA & P. MAKELAINEN (Finland) 


377 A virtual-reality-based feasibility study of evacuation time compared to the 


traditional calculation method 
N.-J. SHIH, C.-Y. LIN & C.-H. YANG (People’s Republic of China) 


Short Communication 


393 A model to evaluate tunnel fire characteristics 
O. MEGRET & O. VAUQUELIN (France) 


